Message 


From; Lobik Stephen [slobik@facil.umass.edu] 

Sent: 9/29/2010 1:19:08 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: 224A 

Jim, 

When will you be able to move out of 224A so we can relocate the DPH staff from the 4*^^ floor? I'm asking 
because the vivarium project is moving along pretty quick and I am getting the sense they need me to move 
them soon. Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(7)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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